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DIRECTOR OF CENTRAL INTELLIGENCE 
Security Committee SECOM-D-050 


Mr. George Weisz 

Director, Office of Safeguards 
and Security 

Department of Energy 

Washington, D. C. 20545 


Dear George: 


On the occasion of my retirement from government 
service, I want to thank you for the spirit of cooperation 
you have shown as a member of the DCI Security Committee. 
I have noted with appreciation the timeliness and the 
constructive character of your staff's inputs to committce 
actions during the 12 months you have served as a member. 


I know that my successor as Chairman can look forward 
to continued support from you. I have enjoyed working 
with you toward our common objective of sound security 
for the nation's intelligence activities. 


Sincerely, 


Robert W. Gambino 
Chairman 
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